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MEMORANDUM FOR: Director* Federal Bureau of Investigation 


ATTENTION: 


FROM: 


SUBJECT: 


William 0. Cregar 
Deputy Assistant Director, 

Intelligence Division 

Robert W. Gaabino 
Director of Security 

Contractors* Industrial Security Symposium (S) 


1. (FOUO) This 
27 February 157® wit 



at ion on 
f my Office. 


2, (S) You were advised that this Agency is planning 

on holding a Contractors* Industrial Security Symposium 
for certain Agency industrial contractors on 3 and 4 May 
1978. At this Symposium, the Agency intends to present 
to contractors’ representatives the threat with which they 
must deal today, both from foreign intelligence activities 
in the United States, as well as background on other 
matters which can have a serious effect on the security 
of our classified contractual relationships with them. 


3. (S) Your agreement to provide a speaker from your 

Bureau to discuss the efforts of foreign intelligence 
organizations directed against industry today is very 
much appreciated. The date and time designated for your 
speaker is 3 May 1978 from 1300 to 1430 hours. 
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4. (F0U0) The level of access re 
Symposium will he discussed with you b 
when he is in contact with you again. 



FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


Robert W. Carabine 


Distribution: 

Orig - Adse 
1 - D/Sec 

1 - OS Registry .7 

L - Subject 
Qj - Chrono 

OS/PhySD/ISB/seb(16 March 78) retyped 29Mar 78 
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MEMORANDUM FOR: Director, National Security Agency 


ATTENTION: 



echniques Division 



FROM: 


SUBJECT: 


Robert W. Gambino 
Director of Security 

Contractors' Industrial Security Symposium 


25X1 


A 


1. This mill confirm 
sat ions with Messrs 
of this Agency. 



2. You were advised that this Agency is planning 
on holding a Contractors' Industrial Security Symposium 
for certain Agency industrial contractors on 3 and 4 May 
1978. At this Symposium, this Agency intends to present 
to contractors* representatives the threat with which they 
must deal today, both from foreign intelligence activities 
in the United States, as well as background on other matters 
which can have a serious effect on the security of our 
classified contractual relationships with them. 

3. Your agreement to provide a speaker from your 
Agency to discuss the Signals Threat posed by foreign 
intelligence organizations is very much appreciated. The 
date and time designated for your speaker is 4 May 1978 
from 0900 to 1000 hours. 
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4. The of access required at this 

Symposium will We understand that your 

representative will present noacoropartmented material 
classified TOP SECRET. 

FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


Robert W. Garabino 
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